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CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

An effeclive program for the control of linsects, eflcmal parasites aflecting dogs and cats, and birds and 
inaiiiinals Jiat are pe^ta^ niuat be eal^bliahped ^nd ineirtlaihed so Id pnoiridLe the health and welLbein^ ot tfie 
animals 


Type; ROLniNE INSPECTION 
Date; 30 May 20 1 3 


'Tundra* &. "Moon" {wolf hybrids) hai/s small lesions on their ear tips due lo llies feedmg In these areas. Some 
of these lesions appeared red and the areas have some hair loss. The licensee is using a topical fly spray & 
topical medicaliori periodically in an elfcd to control the flies (and their loeding], and to treat the lesions. There 
we^e also several areas of stantJing water which is conducive for fly breeding and reproduction 

The curreint method of fly control does not appear lo be entirety effective and a more comprehensive rneihod of 
fly control should! be imptemenfed ip effectively oontrol lbs- flies end prpmpte the health and weH-being of these 
animals. Eliminating the standing water may also bo bonoliciaJ lo control the fly population. 

CwfOCt by Jurte 2, 20t3 

3.84 (0 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

Premises where housing facilities are located, including buildings and surrounding groundSK musi be kept in 
good repair in order to protect the rionhuman priineles from ari|ury, to laoililete the husbandry pracjices required 
in this subpart. 

Portions of the plywood celling in the Indoor prImaJe area are in disrepair. On today's Inspection, these areas 
were leading rainwater onto the llocjf. These areas of the ceiling were very soft lo the touch, and had mold, 
mildew, &.'dr lungus due lo Uhis longstanding wal condiltan. While those arees did rui leak chreclty inlo Ihe 
animal erwlosures, they do pose a risli of respiratory irritation S/or disease lo Ihe primates due to the buiWup of 
the humidtty, mold, mildaw, &/or fungus in this room. 

These ceiling areas shell be repaired or replaoer;! to restore them to good condition to preveni mold, mildew. 
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fOngus and humidity buildups vybich can poientially cause respiratory i rritatkjns S/or disease 

Correct by Jurto 30, £013 
3.127 W 
FACILITIES. OUTDOOR. 

A suitable method shall be provided to rapidly eliminate excess water. The methcd of drainage shall comply with 
apfilioable Federal, Slate, arid local law^ and rEgulalior^ relatiri^ to pallulion conirol est lha protection cd ttie 
envinonmerTt. 

Thera were several large poddies ol starring wafer inside the coyds ebctosure. These puddles comprised 
about 2&% of Ibe floor space within the enclosure. Standing wsier is a good plaw for lly breeding S 
reproduction which can cause these animals discrMnlorl, &fo( Injury. It also allows them to become wel as was 
observed ob today's inspection 

This endostire shall rapidly standing waler to redtice Ihe breeding areas for flies and to keep ihe animals dry. 
Correct by June 3<), 2tJl3 


3.1 31 W 

SANITATION. 

A safe and effective program lot the control of insects, ectoparasites, and avian and mammalian pests shall be 
established and maintained. 

Many flies were observed on bpfh ears of Kumar, and on the shqgldar area pF Junior. The licensee dees, on 
occasion, applies a lly spray lo control Ihe Files in this enclosure. Kumar was observed to bo constantly Dickirvg 
both ol the ears in an effort to remove the flies. This method ol pest control does not appear lo be entirely 
cFFcclIvo. AL Ibis lime, there does ml appear to be any wounds, lesions, redness to any ol Ihe aFFecisd areas. IF 
these flies, however, continue to leed on Ibese panthers, they can cause wounds, lesions, i&.'or bleeding 
especially on the ears which would be lurther irritaiirig In ibe animals and aitraet additional Flies. 

There are several puddips pF standing water in this ene4o5Ure. This may be cpn|ributing tg the increatsed fly 
populatjofi and the inability to control the Hies at this lime. 

A more oomprehensiva method ol lly control should be inoplemented to eltectively oonirol the Flies, and the 
puddles oF standing water shall also be removetJ as quickly as pos34>le to help reduce the breeding areas For the 
tlias and promobe the heatih and well-beirtg ol these animals 

Correct by June ?, 
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The exit interview was conducted with the Arimal Cane & Mecical Managef, 
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